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ANNUAL  REPORT 


TO  THE  CONTRIBUTORS  TO  THE  PENNSYLVANIA  HOSPITAL. 


The  Managers  of  the  Pennsylvania  Hospital,  on  sur¬ 
rendering  the  charge  committed  to  them,  present  to  the 
Contributors  a  report  of  their  proceedings  during  the  past 
year,  and  they  can  truly  say,  that  on  each  visit  paid  to  the 
hospitals  in  the  discharge  of  their  duties,  they  have  more 
and  more  felt  the  responsibilities  of  the  trust  confided  to 
them ;  and  with  this  feeling  of  responsibility  has  arisen 
also  one  of  gratitude  and  thankfulness,  when  they  witness 
the  relief  and  comfort  the  Institution  is  giving  to  those 
daily  admitted  to  its  wards,  whose  sufferings,  whether 
from  accidental  injuries  more  or  less  severe,  or  from  dis¬ 
ease  in  its  varied  forms,  it  is  the  privilege  of  the  Hospital 
to  alleviate,  extending  to  their  cases  the  best  medical  and 
surgical  skill  the  country  affords,  and  the  care  and  attend¬ 
ance  of  competent  nurses. 

Mainly  dependent  for  support  on  the  income  derived 
from  investments  of  the  legacies  and  bequests,  which  from 
time  to  time  have  been  received  from  various  benevolent 
individuals,  it  has  been  the  aim  of  the  Managers  to  extend 
to  the  utmost  the  benefits  of  the  institution,  and  though 
we  occasionally  receive  evidence  that  the  Pennsylvania 
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Hospital  still  holds  a  place  in  the  minds  of  our  fellow- 
citizens,  yet  the  increase  of  its  capital  has  not  been  in 
proportion  to  the  multiplied  calls  upon  it  for  aid,  follow¬ 
ing  upon  the  increase  of  the  population  of  our  city,  and 
we  regret  that,  though  doing  to  the  extent  of  our  means, 
we  cannot,  without  exceeding  our  income,  admit  all  appli¬ 
cants  to  the  benefits  of  the  Hospital. 

At  the  present  time,  when  our  country  is  threatened 
with  the  terrible  scourge,  war,  it  behooves  us  to  endeavor 
to  be  prepared  by  every  means  in  our  power,  to  relieve 
those  who  may  be  sufferers  from  the  inseparable  ills  which 
must  follow  in  its  train,  and  that  not  one  applicant  should 
be  allowed  to  leave  our  gate  while  there  is  room  to  accom¬ 
modate,  because  the  funds  adequate  to  relieve  are  wanted. 

A  sum  of  five  hundred  dollars  has  been  placed  in  the 
hands  of  one  of  the  Managers,  to  assist  in  the  relief  and 
support  in  our  institution  of  such  cases,  should  the  neces¬ 
sity  be  upon  us  (which  may  a  gracious  God  in  his  mercy 
avert),  with  the  proviso,  that  should  it  not  be  required  for 
that  service,  it  may  be  the  commencement  of  a  fund  for 
the  enlargement  of  the  lecture-room,  the  want  of  better 
accommodation  in  which  lias  long  been  felt,  believing  by 
such  improved  accommodation,  the  knowledge  and  skill 
of  our  physicians  and  surgeons  may  be  more  widely  dis¬ 
seminated  amongst  the  classes  of  students  at  the  various 
medical  colleges  of  our  city,  many  of  whom  attend  the 
lectures  of  our  staff,  and  receive  a  more  thorough  know¬ 
ledge  in  their  profession  from  the  lessons  thus  given  at 
the  bed-side  of  the  sick,  and  from  the  practical  teachings 
of  the  operating  room. 


7 


From  the  executors  of  Samuel  R.  Simmons  we  are 
informed  that  by  his  will  he  has  left  to  the  Contributors 
of  the  Pennsylvania  Hospital,  the  sum  of  five  thousand 
dollars. 

There  were  remaining  in  the  institution  at  last  report, 
one  hundred  and  sixty  patients;  admitted  during  the 
year,  eighteen  hundred  and  forty-two — of  whom  thirteen 
hundred  and  three  were  recent  accident  and  other  surgical 
cases,  and  six  hundred  and  ninety-nine  were  medical  cases. 
Total  under  treatment  during  the  year,  two  thousand  and 
two.  Of  these  six  hundred  and  ninety-seven  were  pay, 
and  thirteen  hundred  and  five  were  poor  patients. 

The  total  number  who  have  received  the  benefits  of 
this  department  of  the  institution  since  its  founding,  sixtv- 
eight  thousand  five  hundred  and  forty-two  (68,542). 

It  is  with  feelings  of  deep  sorrow  we  have  been  called 
upon  to  record  the  removal  from  amongst  us  by  death, 
of  one  of  our  number,  Mordecai  D.  Lewis,  who,  during 
the  many  years  he  was  a  member  of  the  Board,  was  ever 
prompt  and  faithful  in  the  performance  of  the  duties  of 
his  post,  and  by  his  courteous  and  kindly  manners  en¬ 
deared  himself  to  all  his  associates. 

Whilst  the  Department  for  the  Insane  has  during  the 
year  extended  relief  to  nearly  all  applicants,  still  there  is 
a  class,  the  poor,  who  appeal  strongly  to  our  sympathies, 
and  though  we  have-  enlarged  our  free  list  considerably, 
there  now  being  forty-nine  free  patients  in  the  institution, 
yet  there  are  many  more  calling  upon  us  for  aid,  whom 
we  are  unable  to  receive,  our  funds  not  being  adequate. 
Could  a  permanent  fund  be  raised,  the  income  from  which 
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to  be  applied  expressly  to  the  support  ol  such  cases,  of 
recent  attack,  and  to  assist  in  defraying  the  charge  of  a 
class  who  would  gladly  bear  a  part  of  the  expense,  but 
who  are  unable  to  pay  the  cost  ot  support  of  the  patient, 
it  would  be  a  means  of  largely  extending  the  benefits  of 
the  Hospital. 

The  advantages  which,  by  the  liberality  of  our  fellow- 
citizens,  we  have  been  enabled  to  afford  in  the  New  Build¬ 
ings,  “The  Department  for  Males,”  is  being  daily  more 
and  more  felt  in  the  enlarged  usefulness  of  the  institution, 
and  the  increased  accommodation  and  comfort  we  are  able 
to  give  to  this  afflicted  and  interesting  class  of  our  fellows. 
On  the  removal  of  the  male  patients  in  the  fall  of  1859, 
from  the  old  to  the  new  buildings,  the  state  of  the  former, 
from  its  long  use,  seemed  to  require  extensive  repairs  and 
some  alterations,  to  bring  its  accommodations  up  to  the 
requirements  which  experience  had  shown  to  be  needful, 
that  we  might  maintain  the  standard  of  pre-eminence  for 
our  institution  which  we  have  ever  endeavored  to  hold, 
and  as  these  repairs  progressed  they  were  found  to  be 
more  extensive  than  had  been  at  first  supposed.  So  soon 
as  the  north  wing  was  completed  the  female  patients 
were  removed  to  its  wards,  and  the  south  wing  was  also 
renovated.  During  the  progress  of  these  repairs  we  were 
unable  to  admit  any  increase  in  the  number  of  female 
patients.  They  are  now  completed,  and  we  believe  we 
have  now  in  “The  Department  for  Females,”  and  “The 
Department  for  Males,”  each  capable  of  accommodating 
two  hundred  and  fifty  patients,  thoroughly  commodious 
and  well  arranged  buildings,  with  their  surrounding  plea- 
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sure  grounds,  affording  advantages  for  the  treatment,  com¬ 
fort,  and  amusement  of  the  patients,  unsurpassed  by  any 
in  the  world. 

Notwithstanding  the  contributions  of  our  fellow-citizens 
have  been  so  liberal,  yet  the  Board  has  not  been  able  to 
collect  sufficient  funds  to  pay  for  the  buildings,  and  the 
repairs  and  improvements  which  were  absolutely  required. 

There  has  been  expended  in  the  buildings  and  wall 
inclosing  fifty  acres  of  pleasure  ground,  the  machinery 
for  supplying  water,  warming,  and  ventilation;  the  laun¬ 
dry,  stable,  and  other  out-buildings;  the  improvement  of 
the  grounds,  and  furnishing  the  wards  of  the  Department 
for  Males,  three  hundred  and  fifty-two  thousand  one  hun¬ 
dred  and  eleven  dollars  and  fifty-one  cents  ($352,111  51), 
of  which  amount  there  has  been  received  from  contribu¬ 
tors,  three  hundred  and  twenty  thousand  five  hundred  and 
forty-one  dollars  and  thirty-three  cents  ($320,541  33),  and 
interest  from  temporary  investment,  eight  thousand  two 
hundred  and  seventy-seven  dollars  and  seventy-two  cents 
($8,277  72),  leaving  upwards  of  twenty-four  thousand  dol¬ 
lars  ($24,000)  yet  to  be  provided,  in  addition  to  which 
we  shall  be  dependent  on  the  liberality  of  our  friends  for 
twenty-five  thousand  dollars  ($25,000)  to  meet  the  cost 
of  the  repairs  and  improvements  at  the  Department  for 
Females. 

In  connection  with  this  subject,  the  Board  would  ex¬ 
press  their  thanks  to  the  Collecting  Committee,  and  in  an 
especial  manner  to  the  Ladies’  Committee,  who  so  nobly 
enlisted  in  the  cause,  and  through  whose  exertions  the 
means  to  purchase  the  furniture  thus  far  added  in  extend- 
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ing  the  accommodations  in  this  department  has  been  pro¬ 
cured,  but  though  our  wards  are  furnished  for  the  number 
of  patients  now  occupying  them,  yet  our  numbers  are 
increasing  month  by  month,  and  a  considerable  sum  will 
still  be  required  ere  the  whole  of  our  rooms  are  furnished 
ready  for  occupancy. 

There  have  been  under  care  in  the  Department  for  the 
Insane  during  the  year,  four  hundred  and  seventy-five 
(475)  patients,  of  whom  two  hundred  and  fourteen  were 
females,  and  two  hundred  and  sixty-five  were  males ;  of 
these,  three  hundred  and  seventy-six  were  pay,  and  one 
hundred  and  three  were  poor.  Total  number  admitted 
in  this  department  since  its  removal  in  1841,  thirty-six 
hundred  and  thirty-seven  (3,637). 

We  desire  to  express  our  obligations  to  the  Physician 
in  Chief  and  Superintendent  of  the  Department  for  the 
Insane,  Dr.  Thomas  S.  Kirkbride,  for  the  great  skill,  and 
untiring  assiduity  and  care,  which  he  has  during  his  long 
connection  with  the  Hospital,  continued  to  bestow  on  the 
patients  under  his  charge,  and  toward  extending  the  use¬ 
fulness  of  the  Hospital — to  the  Stewards  and  Matrons  of 
the  several  departments,  the  Resident  Physicians,  and  the 
Attending  Physicians  and  Surgeons,  all  of  whom  have,  in 
the  alacrity  and  zeal  with  which  they  have  performed  the 
various  duties  devolving  on  them,  given  evidence  of  the 
interest  they  feel  in  the  welfare  of  the  institution. 

In  closing,  the  Managers  would  humbly  crave  that  the 
blessing  which  our  Heavenly  Father  has  thus  far  been 
pleased  to  extend  to  the  Pennsylvania  Hospital  in  its 
endeavors  to  relieve  the  various  afflicted  classes  of  our 
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fellow-beings  coming  under  its  care,  may  be  graciously 
continued  to  rest  upon  it,  and  that  those  on  whom  may 
devolve  in  future  the  duties  of  conducting  its  affairs  may 
be  enabled  to  promote  and  extend  its  usefulness. 

M.  L.  DAWSON,  President. 

Attest, 

WILLIAM  BIDDLE,  Secretary. 


RECEIPTS  AND  PAYMENTS 

OF 

WILLIAM  G.  MALIN,  STEWARD  OF  THE 

PENNSYLVANIA  HOSPITAL, 

IN  THE  YEAR  ENDING  FOURTH  MONTH  27th,  1861. 


PAYMENTS. 


MEDICAL  DEPARTMENT. 


For  Medicines  . 

• 

.  $1,582  63 

Wine  .... 

218  74 

Spirits  .... 

358  37 

Porter  and  Mineral  Water 

576  25 

Leeching  .... 

46  00 

Surgical  Instruments 

332  98 

Shop  Furniture 

1  50 

Bandage  Muslin 

685  95 

Splints,  Plaster,  &c.  . 

213  73 

Lint  and  Cotton 

259  78 

HOUSEHOLD  EXPENSES. 

For  Meat,  66,764  lbs. 

.  5,637  99 

Fish . 

247  17 

Poultry  .... 

.  1,078  50 

Eggs  .... 

450  00 

Butter,  4,407  lbs. 

.  1,097  50 

Cheese  .... 

48  66 

Flour,  332  bbls. 

.  2,093  62 

Biscuit  .... 

62  40 

Meal  and  Farina 

51  48 

Rice,  2,656  lbs.  . 

118  56 

Salt . 

26  55 

$10,912  43  4,275  93 
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Brought  forward 
Spices 
Yiuegar 
Vegetables 
Fruit 

Sugar,  9,106  lbs. 
Molasses  . 

Tea,  1,447  lbs.  . 
Coffee,  998  lbs.  . 
Milk,  9,682  galls. 

Ice  Cream 
Malt  and  Hops  . 

Ice 

Olive  Oil  . 

For  Furniture  . 
Bedding  . 

Coal,  591  tons  . 

Wood 

Oil  . 

Candles 
Gas  . 

W  ater 
Soap 

Starch  and  Indigo 


$10,912  43  4,275  93 
7  68 
13  50 
1,002  20 
115  63 
765  33 

17  81 
680  58 
142  17 

1,926  40 

18  50 
27  85 
84  12 

1  9 

- 15,715  45 

565  64 
658  53 
2,336  63 
16  49 
136  50 
24  65 
749  86 
50  00 
447  33 
29  57 

- -  5,015  20 


LIVE  STOCK,  ETC. 

For  Fodder  . 

Horseshoeing  ..... 
Carriage  and  Harness 
Wheelwright . 


39  57 
14  75 

4  31 

5  12 


REPAIRS,  IMPROVEMENTS,  ETC. 


For  Lightning  Bod 
Bricklaying 
Lime,  Sand,  &c. 
Plastering 


35  00 
158  00 
3  20 
8  75 


$204  95  - 

$25,070  33 
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Brought  forward 


Carpentry . 

Ill 

49 

Lumber  ...... 

40 

07 

Smiths’  Work . 

47 

13 

Painting  and  Glazing 

17 

85 

Hardware . 

32 

04 

Machinery  and  new  Steam  Boiler 

.  1,696 

05 

Booting . 

36 

68 

Gas-fitting,  &c . 

49 

37 

$204  95  25,070  33 


SALARIES  AND  WAGES. 

Of  Clerk  and  Librarian  .... 

500 

00 

Apothecary 

500 

00 

Gatekeeper 

182 

00 

Watchman 

156 

00 

Engineer  and  Fireman 

680 

01 

Ostler 

156 

00 

Seamstress 

136 

25 

Attendants  on  the  Sick 

2,849 

70 

Cooks  .  . 

280 

75 

Housemaids 

396 

89 

Washerwomen  . 

433 

93 

Laborers  . 

127 

16 

Housecleaners  . 

131 

72 

Baker 

180 

00 

MEDICAL  LIBRARY 

For  Books,  Binding,  &c.  . 

ETC. 

688 

50 

Stationery,  Printing,  &c. 

• 

• 

. 

. 

257 

07 

Pathological  Cabinet 

• 

• 

• 

• 

61 

97 

Funeral  Expenses 

INCIDENTALS. 

76 

67 

Clothing  for  Seamen  . 

■ 

• 

• 

• 

653 

58 

Balance  due  the  Hospital, 

4th 

mo. 

27  th, 

1861 

2,235  63 


6,710  41 


1,007  54 


730  25 

35,754  16 
91  56 


$35,845  72 
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RECEIPTS. 


Balance  due  the  Hospital,  Fourth  month  28th,  1860 

$705 

05 

For  Board  of  Patients  ...... 

10,868 

07 

“  Clothing  of  Seamen  ...... 

631 

94 

11  Funeral  Expenses  ...... 

108 

50 

“  Articles  sold  ....... 

62 

91 

“  Wages  ........ 

54 

00 

“  Rent  ........ 

250 

00 

“  Fines  of  Managers  ...... 

9 

25 

“  Students’  Tickets  and  Certificates 

411 

00 

From  the  Treasurer  of  the  Hospital 

23,250 

00 

$35,845 

72 

Examined  and  settled  5th  mo.  3d,  1861. 


SAMUEL  MASON, 
S.  MORRIS  WALN, 
SAM.  WELSH, 


>■  Com'ee. 


WISTAR  MORRIS,  J 


RECEIPTS  AND  PAYMENTS 

OF 

JONATHAN  RICHARDS,  STEWARD  OF  THE 

PENNSYLVANIA  HOSPITAL  FOR  THE  INSANE, 

DEPARTMENT  FOR  MALES, 

FROM  FOURTH  MO.  2Sth,  I860,  TO  FOURTH  MO.  27th,  1861. 


PAYMENTS. 


MEDICAL  DEPARTMENT. 


For  Medicines  . 

Mustard  for  Foot-baths  . 
Porter,  Wine,  and  Brandy 
Instruments 


§■417  23 
11  52 
188  14 
13  52 


§630  41 


HOUSEHOLD  EXPENSES. 


For  72,269  lbs.  Meat 

.  6,234 

Fish  ..... 

514 

Poultry  ..... 

.  417 

Eggs . 

259 

34,358  qts.  Milk 

.  1,668 

8,230  lbs.  Butter 

.  2,226 

1,704  lbs.  Cheese 

.  200 

Fruit  ..... 

535 

Potatoes  ..... 

384 

235  bbls.  Flour 

.  1,545 

Bread . 

120 

Meal . 

126 

Biscuit  ..... 

26 

Salt . 

25 

Spices,  Olive  Oil,  and  Vinegar 

77 

17 

93 

30 
20 
16 
12 
76 
06 
33 

31 
24 
13 
10 
85 
82 


$14,361  48 


2 


§630  41 
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Brought  forward 

$14,361  48 

393  lbs.  Tea 

186  50 

2,321  lbs.  Coffee  . 

337  88 

Cocoa  .... 

8  40 

16,501  lbs.  Sugar 

.  1,357  66 

201  galls.  Molasses  . 

93  42 

Bice  .... 

58  80 

417  lbs.  Lard  .... 

51  98 

Hops,  Malt,  and  Yeast 

11  10 

For  Furniture  . 

.  2,880  40 

Fuel  ..... 

.  4,958  69 

Gas,  Oil,  and  Candles 

974  72 

Soap,  Starch,  and  Indigo 

222  67 

LIVE  STOCK,  CARRIAGES 

ETC. 

For  Carriage  Horses  .  .  .  . 

350  00 

Pigs . 

68  00 

Fodder  . 

448  88 

Carriages  and  Harness 

464  69 

Horseshoeing  ..... 

63  06 

GARDEN  AND  GROUNDS. 

For  Wages  of  Gardener  and  Laborers 

946  97 

Tile  for  Drains  .... 

40  85 

Gravel  and  Stone  for  Roads 

49  30 

Tools,  Seeds,  Plants,  and  Manure 

1,132  21 

WAGES. 

Of  Attendants  on  the  Patients 

5,085  89 

Watchman  ..... 

139  00 

Tailoress  and  Assistant  to  Matron  . 

317  00 

Baker . 

240  00 

Cooks,  Housemaids,  and  Washerwomen  . 

1,392  25 

House-cleaning . 

244  86 

$7,419  00 

630  41 


16,467  22 


9,036  48 


1,394  63 


2,169  33 


$29,698  07 
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Brought  forwa. 

.  $7,419 

00  $29,698  07 

Engineer  and  Firemen 

544 

00 

Coachman 

40 

00 

Jobber  ... 

176 

00 

Laborer  .... 

120 

00 

Gatekeeper  .... 

77 

25 

Car  and  Dumbwaiter  Man 

108 

00 

8,484 

25 

REPAIRS  AND  IMPROVEMENTS. 

For  Masonry  and  Materials 

226 

52 

Carpentry  . 

.  1,006 

64 

Painting  and  Glazing  and  Materials 

866 

36 

Lumber  ...... 

320 

34 

Hardware  and  Locks 

259 

69 

Smith  Work  and  Iron  Pipes  . 

550 

45 

Roofing  . 

70 

28 

Gas  Fitting . 

13 

50 

Car . 

48 

00 

Machinery  ..... 

114 

23 

3.476 

01 

MISCELLANEOUS. 


For  Printing  ...... 

$174 

22 

Stationery  ...... 

104 

53 

Library . 

55 

52 

Articles  for  Amusement  of  the  Patients  . 

415 

22 

Sundries  ...... 

348 

67 

Interest  on  Loan  from  Estate  of  Josiah 

Dawson,  dec’d . 

750 

00 

1,848 

16 

1  CD 

1  O 

‘G, 

ccT 

-tH 

49 

For  Clothing  purchased  for  the  Patients  . 

.  4,009 

20 

“  Cash  paid  John  T.  Lewis,  Treasurer 

.  2,000 

00 

Balance  due  the  Steward,  4th  month  28th,  1860 

110 

21 

$49,625 

90 

Balance  due  the  Hospital,  4th  month  27th,  1861 

.  2,629 

94 

$52,255  84 


20 

RECEIPTS. 

For  Board  and  Medical  care  of  Patients 
“  Furniture,  &c.,  destroyed  by  Patients 
“  Articles  sold,  viz:  Hogs,  $345  62;  Vegetables, 
$22  70;  Barrels,  &c.,  $58  50 
“  Clothing  furnished  to  the  Patients 


Examined  and  settled  5th  month  3d,  1861. 

SAMUEL  MASON, 
S.  MORRIS  WALN, 
SAMUEL  WELSH, 
WISTAR  MORRIS, 


$47,624  38 
50  75 

426  82 
4,153  89 


$52,255  84 


>  Com'ee. 


RECEIPTS  AND  PAYMENTS 


OF 

JOHN  WISTAR,  STEWARD  OF  THE 

PENNSYLVANIA  HOSPITAL  FOR  THE  INSANE, 

DEPARTMENT  FOR  FEMALES, 

FROM  FOURTH  MO.  28th,  1860,  TO  FOURTH  MO.  27th,  1861. 


PAYMENTS. 

MEDICAL  DEPARTMENT. 

For  Medicines . $455  28 

Mustard  for  Foot-baths  .  .  .  .  47  20 

Porter,  Wine,  and  Brandy  .  .  .  414  57 

-  $917  05 

HOUSEHOLD  EXPENSES. 

For  Meat,  49,754  lbs .  4,158  23 

Fish .  587  03 

Poultry .  1,230  31 

Eggs . 451  49 

Butter,  7,363  lbs .  2,229  63 

Cheese,  1,569  lbs .  200  32 

Fruit .  499  85 

Vegetables .  737  02 

Flour,  227  bbls .  1,486  38 

Meal .  59  28 

Rice . 114  82 

Biscuit .  80  09 

Farina  .......  44  18 

Salt . 21  44 

Hops . 14  35 

Spices,  Oil,  and  Vinegar  .  .  .  .  92  37 


22 


Brought  forward 

$12,006  79 

Sugar,  13,205  lbs . 

.  1,155  03 

Tea,  813  lbs . 

317  28 

Coffee,  3,484  lbs . 

490  74 

Chocolate  ..... 

13  83 

Molasses,  359  galls. 

166  19 

Milk,  26,728  qts.  . 

.  1,336  40 

For  Furniture  .... 

.  2,647  25 

Fuel . 

.  2,381  00 

Gas  ...... 

732  75 

Oil  and  Candles  .... 

164  32 

Soap,  Starch,  and  Indigo 

500  63 

15,486  26 


CARRIAGES,  HARNESS,  ETC. 

For  Repairing  Carriages  and  Harness  .  583  34 

Horseshoeing  ......  204  17 

Fodder  .......  1,899  23 


6,425  95 


2,686  74 


FARM. 


For  Wages  of  Laborers  . 


1,265  08 


GARDEN  AND  GROUNDS. 


For  Wages  of  Gardener  .... 

360 

00 

Manure  and  Seeds . 

158 

18 

WAGES. 

Of  Attendants  on  the  Patients 

3,816 

92 

Watchman  and  Watchwoman 

276 

00 

Seamstresses  ...... 

175 

00 

Cooks,  Housemaids,  and  Washerwomen  . 

1,820 

48 

House-cleaning . 

141 

49 

Engineer  and  Firemen  .... 

814 

55 

Baker . 

180 

00 

Coachmau  ...... 

191 

00 

Jobber  . 

182 

00 

Gate-keeper  ...... 

120 

00 

518  18 


7,717  44 


$35,016  70 


23 


Brought  forward  ....  $35,016  70 


REPAIRS  AND  IMPROVEMENTS. 


For  Masonwork  and  Materials 

.  1,635 

81 

Carpentry  . 

.  5,696 

85 

Plastering . 

.  1,211 

35 

Painting . 

.  4,913 

87 

Lumber . 

.  1,407 

53 

Castings  and  Hardware  . 

.  1,189 

52 

Locksmithing  ..... 

277 

83 

Roofing . 

.  1,404 

67 

Steam-fixtures  .... 

864 

61 

Gas-fittings  ..... 

242 

18 

Stone-flagging  and  Marble-work 

455 

24 

Wire-work . 

114 

98 

Labor  done  in  the  Wards 

679 

50 

For  Repairing  Spring-house 

88 

97 

Bridges  over  Mill  Creek  and  Race  . 

191 

98 

Repairing  Ice-house 

24 

16 

Board  Walk  on  Ilaverford  Street  . 

74 

20 

Road  at  the  entrance  to  the  Hospital 

124 

12 

503  43 


MISCELLANEOUS. 


For  Printing  and  Stationery  . 
Amusements  for  the  Patients  . 
Clothing  purchased  for  the  Patients 
Sundries  ..... 

Balance  on  hand 


411  95 
424  43 
1,723  07 
282  44 

- 2,841  89 

387  72 


$58,843  68 
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RECEIPTS. 

Balance  on  hand,  Fourth  month  28th,  1860 
For  the  Board  of  Patients  . 

“  Furniture  destroyed  ...... 

“  Clothing  furnished  to  the  Patients 
“  Articles  sold,  viz:  Cattle  and  Sheep,  $329;  Pigs, 
$366  60;  Sundries,  $279  93  . 

Received  from  John  T.  Lewis,  Treasurer 
Interest  on  Loan  ....... 


Examined  and  found  correct,  Philada.,  5th  mo.  3d, 

SAMUEL  MASON, 
S.  MORRIS  WALN, 
SAM.  WELSH, 
WISTAR  MORRIS, 


$10,686  29 
34,635  66 
27  57 
1,979  97 

975  53 
10,000  00 
538  66 


$58,843  68 

1861. 


-  Com'ee. 


GENERAL  SUMMARY 

Of  the  Receipts  and  Payments  of  the  Treasurer  and  Stewards  of  the  Pennsylvania  Hospital  for  the  year  commencing 

Fourth  month  28 th,  1860,  and  ending  Fourth  month  21th,  1861. 
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STATISTICS 

OF  THE 

PENNSYLVANIA  HOSPITAL 

FOE  THE  YEAE  1860-61. 


Pay. 

Poor. 

Total. 

Number  of  Patients  remaining  in  the 

Hospital  Fourth  month  28th,  1860 

46 

114 

160 

Admitted  within  the  year  . 

651 

1,191 

1,842 

Treated  during  the  year 

697 

1,305 

2,002 

Discharged  “  “  ... 

641 

1,185 

1,826 

Eemaining  Fourth  month  27th,  1861 

56 

120 

176 

Average  number  of  patients  maintained,  180. 

Average  time  each  patient  remained  in  the  House,  32.9  days. 


Of  the  patients  discharged 
The  proportion  cured  was 
“  “  relieved  . 


removed  without  material 
improvement 
discharged  for  misconduct 
or  eloped 
died  . 


71.70  per  cent. 
12.48  “ 

6.84  “ 

1.70  “ 

7.28  “ 


100.00 


Of  the  1,842  patients  admitted  within  the  year,  there  were 


Under  18  years  of  age 

Single 

Married  . 

Widowed 


Males. 

Females. 

Total. 

163 

51 

214 

797 

131 

928 

442 

92 

534 

100 

66 

166 

1,502 

340 

1,842 
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NATIVITY  OF  PATIENTS. 


Born 

in  the  United  States 

814 

(f 

England 

106 

Cl 

Ireland 

682 

U 

Scotland 

35 

u 

Wales 

8 

u 

Germany 

112 

It 

Belgium 

3 

It 

Holland 

6 

(< 

Sweden  and  Norway  . 

24 

u 

Eussia 

2 

u 

France 

14 

u 

Italy 

4 

u 

Spain  .... 

2 

u 

Portugal 

1 

ti 

Azores 

5 

u 

British  America  and  West  Indies 

21 

It 

Cuba  .... 

2 

it 

Africa 

1 

1,842 


Cases  of  accidental  injury  remaining  in  the  Hospital  Fourth 

month  28th,  1860  ...  51 

“  “  “  admitted  during  the  year  .  .  680 

“  “  “  treated  “  “  .  .  731 


Since  the  establishment  of  the  Hospital  in  1752,  there  have  been 
admitted  into  it  68,542  patients,  of  whom  41,529  have  been 
poor  persons,  supported  at  the  expense  of  the  Institution.  Of 


these  68,542  patients  there  have  been 

Cured .  44,297 

Eelieved  ........  8,148 

Eemoved  without  material  improvement  .  .  5,251 

Discharged  for  misconduct  and  eloped  .  .  .  1,541 


3 


59,237 
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Brought  forward .  59,237 

Pregnant  women  safely  delivered  ....  1,331 

Infants  born  in  the  Hospital . 1,250 

Died . 6,548 

68,366 

Remaining,  Fourth  month  27th,  1861  .  .  .  176 


68,512 


I  able  exhibiting  the  number  of  natives  of  the  United  States  and 
of  foreign  countries  received  into  the  Hospital  during  the  last 


ten  years. 

United  States. 

1852  607 

1853  618 

1854  579 

1855  624 

1856  538 

1857  591 

1858  655 

1859  654 

1860  707 

1861  814 


6,390 

The  whole  number  of  the 
those  admitted  into  the 
72,179. 


Ireland. 

Other  countries. 

783 

256 

782 

307 

902 

350 

907 

365 

849 

327 

781 

305 

694 

307 

676 

328 

763 

326 

682 

346 

7,819 

3,217 

patients  of  the  Institution,  including 
Pennsylvania  Hospital  for  the  Insane,  is 


STATISTICS 

OF  THE 

PENNSYLVANIA  HOSPITAL  TOR  THE  INSANE. 


OFFICERS. 

PHYSICIAN  IN  CHIEF  AND  SUPERINTENDENT. 

THOMAS  S.  KIRKBRIDE,  M.  D. 


Department  for  Males. 

1st  ASSISTANT  PHYSICIAN. 

S.  PRESTON  JONES,  M.  D. 

2d  ASSISTANT  PHYSICIAN. 

WILLIAM  S.  LONGSHORE,  M.  D. 

STEWARD. 

JONATHAN  RICHARDS. 

MATRON. 

MARGARET  C.  RICHARDS. 


Department  for  Females, 
ASSISTANT  PHYSICIAN. 

EDWARD  A.  SMITH,  M.  D. 

STEWARD. 

JOHN  WISTAR. 

MATRON. 

MARGARET  N.  WISTAR. 


DEPARTMENT  FOR  MALES. 


Pay. 

Poor. 

Total. 

Patients 

remaining  4th  mo.  28th,  1860 

125 

19 

144 

tl 

admitted  during  the  year 

94 

27 

121 

U 

treated  “  “ 

219 

46 

265 

(( 

discharged  “  “  .  .  . 

91 

27 

118 

a 

remaining  Fourth  mo.  27th,  1861 

128 

19 

147 

Of  those  discharged  were  cured  . 

. 

51 

U 

“  “  much  improved 

. 

5 

It 

“  “  improved 

. 

13 

U 

“  “  stationary 

. 

30 

a 

“  “  died 

• 

19 

Total  ..... 

118 

Average  number  in  the  House  149^. 
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DEPARTMENT  FOR  FEMALES. 


Pay. 

Poor. 

Total. 

Patients  remaining  4th  mo.  28th,  1860 

92 

28 

120 

It 

admitted  during  the  year 

65 

29 

94 

(t 

treated  “ 

tt 

157 

57 

214 

(t 

discharged  “ 

tt 

56 

28 

84 

tt 

remaining  Fourth  mo.  27th,  1861  . 

101 

29 

130 

Of  those  discharged  were 

cured  . 

49 

tt 

tt  tt 

much  improved 

4 

tt 

tt  tt 

improved 

19 

tt 

tt  tt 

stationary 

3 

tt 

tt  tt 

died 

9 

Total 

•  •  •  • 

. 

84 

Average  number  in  the  House  127£§. 

The  Pennsylvania  Hospital  for  the  Insane  was  opened  for  the 
admission  of  patients  on  the  first  of  the  year  1841,  since  which 
time  there  have  been  admitted  into  it 


Males. 

Females. 

Pay. 

Poor. 

Total. 

1,797 

1,625 

2,571 

851 

3,422 

121 

94 

159 

56 

215 

1,918 

1,719 

2,730 

907 

3,637 

Of  the  whole  number  admitted,  there  have  been  discharged 


Cured  .  .  .  .  .  .  .  1,768 

Much  improved  .....  305 

Improved  ......  522 

Stationary  ......  367 

Died  .......  398 


Total 


3,360 
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Patients.  Patients. 


At, the  close  of  1841, 

97 

At  the  close  of  1852, 

227 

LL 

ll 

1842, 

109 

LL 

LL 

1853, 

226 

U 

u 

1843, 

135 

LL 

LL 

1854, 

229 

u 

a 

1844, 

147 

(i 

LL 

1855, 

236 

ll 

LL 

1845, 

158 

LL 

LL 

1856, 

230 

u 

u 

1846, 

180 

LL 

LL 

1857, 

243 

u 

LL 

1847, 

188 

LL 

LL 

1858, 

235 

ll 

LL 

1848, 

202 

LL 

LL 

1859, 

252 

ll 

LL 

1849, 

208 

LL 

LL 

1860, 

264 

u 

Ll 

1850, 

230 

a 

LL 

1861, 

277 

a 

LL 

1851, 

230 

The  total  number  of  patients  treated  for  Insanity,  in  the  Penn¬ 
sylvania  Hospital,  since  its  foundation  in  1752,  is  8,157. 

Letters  relative  to  the  admission  of  insane  patients  may  be 
addressed  to  any  of  the  Managers,  or  to  Dr.  Kirkbride,  Pennsyl¬ 
vania  Hospital  for  the  Insane ,  Philadelphia. 

Letters  or  small  packages,  for  any  of  the  officers  or  patients, 
may  be  left  at  the  Hospital  gate,  on  Eighth  below  Spruce  Street, 
Philadelphia. 

Entrance  to  the  “  Department  for  Males,”  on  49th  Street,  be¬ 
tween  Market  and  Haverford  Streets. 

Entrance  to  the  “Department  for  Females,”  on  Haverford 
Street,  near  44th  Street. 


Legacies  intended  to  promote  the  objects  of  the  Institution 
should  be  given  in  its  corporate  name,  viz:  to  “The  Contri¬ 
butors  to  the  Pennsylvania  Hospital.” 


REPORT  OF  THE  BUILDING  COMMITTEE. 


REPORT  OF  THE  BUILDING  COMMITTEE. 


TO  THE  BOARD  OF  MANAGERS 

OF  THE  PENNSYLVANIA  HOSPITAL 

The  undersigned,  comprising  the  Building  Committee 
of  the  new  Pennsylvania  Hospital  for  the  Insane  (now 
“the  Department  for  Males”  of  that  Institution),  appointed 
by  the  Board  of  Managers,  on  the  3d  of  the  third  month, 
1856,  respectfully  submit  the  following  as  their  final 
report: — 

The  Committee  organized  on  the  evening  of  their 
appointment,  and  at  once  entered  on  the  preliminary 
arrangements  for  an  early  and  vigorous  prosecution  of 
the  work,  which  from  its  commencement  to  its  comple¬ 
tion  has  been  urged  on  as  rapidly  as  the  means  at  the 
disposal  of  the  Committee,  and  a  just  regard  to  economy, 
would  permit. 

The  first  stone  of  the  new  hospital,  “the  department 
for  males,”  was  laid  on  the  7th  of  the  7th  month,  1856, 
and  it  was  opened  for  the  reception  of  patients  on  the 
27th  of  the  10th  month,  1859.  It  is  situated  in  full  view 
and  on  the  western  side  of  the  building  previously  in 
use,  at  a  distance  in  a  right  line  of  618  yards,  and  in  the 
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miclst  of  fifty  acres  of  pleasure-grounds  and  gardens,  the 
whole  of  which  are  surrounded  by  a  substantial  stone 
wall,  covered  with  flagging,  and  of  an  average  height  of 
ten  and  a  half  feet.  The  gate  of  entrance  is  on  Forty- 
ninth  Street  (an  avenue  intended  to  be  100  feet  Avide), 
betAveen  Market  and  Haverford  streets,  and  by  each  of 
which,  by  means  of  horse  railroads,  easy  access  to  Forty- 
ninth  Street  can  be  had  at  all  seasons. 

This  dgav  hospital  faces  the  Avest,  and  consists  of  a 
centre  building,  Avith  Avings  running  north  and  south, 
making  a  front  of  512  feet;  of  other  wings,  connected 
Avith  each  of  those  just  referred  to,  running  east  a  dis¬ 
tance  of  107  feet,  all  three  stories  high,  and  these  last 
having  at  their  extreme  ends  communications  Avith  exten¬ 
sive  one-storied  buildings.  All  the  exterior  Avails  are  of 
stone,  stuccoed,  and  the  interior  are  of  brick. 

This  arrangement  gives  provision  for  the  accommoda¬ 
tion  of  sixteen  distinct  classes  of  male  patients  in  the  neAv 
building,  as  the  same  number  of  classes  of  females  are 
noAV  provided  for  in  that  previously  in  use.  Each  one  of 
these  sixteen  wards  has  connected  with  it,  besides  the  cor¬ 
ridors  for  promenading  and  the  chambers  of  the  patients 
and  attendants,  a  parlor,  a  dining-room,  a  bath-room,  a 
water-closet,  a  urinal,  a  sink-room,  a  Avash-room,  a  drying- 
closet,  a  storeroom  for  brushes  and  buckets,  a  clothes- 
l’oom,  a  dumb-waiter,  a  dust-flue,  and  a  stairway  passing 
out  of  doors,  if  desired,  without  communication  with  the 
other  wards;  and  every  room  in  the  building,  almost  Avith- 
out  exception,  has  a  flue  communicating  Avith  the  fresh- 
air  duct,  for  warm  or  cool  air,  according  to  the  season 
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(and  hereafter  to  be  referred  to),  and  with  the  main  ven¬ 
tilating  trunks  which  terminate  in  the  various  ventilators 
on  the  roof  of  the  building. 

The  centre  building  is  115  by  73  feet.  It  has  a  hand¬ 
some  Doric  portico  of  granite,  in  front,  and  is  surmounted 
by  a  dome  of  good  proportions,  in  which  are  placed  the 
iron  tanks  from  which  the  whole  building  is  supplied 
with  water.  The  lantern  on  the  dome  is  119  feet  from 
the  pavement,  and  from  it  is  a  beautiful  panoramic  view  of 
the  fertile  and  highly  improved  surrounding  country,  the 
Delaware  and  Schuylkill  rivers,  and  the  city  of  Philadel¬ 
phia,  with  its  many  prominent  objects  of  interest.  In 
the  basement  or  first  story  of  the  centre  building  is  the 
main  kitchen,  42  by  24  feet,  in  which  are  improved  ar¬ 
rangements  for  cooking :  a  scullery,  24  by  1 1 ;  two  store¬ 
rooms,  each  about  20  by  22  feet;  a  trunk-room,  24  by  12 
feet;  a  general  clothes-room,  a  bread-room,  a  dining-room 
for  the  officers,  another  for  the  domestics,  a  lodging-room 
for  the  seamstress,  another  for  the  supervisor  of  the  base¬ 
ment,  a  stairway  to  the  main  story,  and  a  dumb-waiter 
leading  from  the  kitchen  to  the  cellar,  and  another  to  the 
upper  rooms  of  the  centre  building.  The  cellars  under 
the  centre  building,  besides  containing  the  hot  air-cham¬ 
bers  for  that  division  of  the  house,  have  three  distinct 
rooms  for  storage,  which  are  ventilated  by  means  of  flues 
leading  out  through  the  roof  of  the  house.  In  front  of 
the  basement,  and  under  the  steps  and  adjoining  roadway, 
are  the  vaults  for  coal  for  the  kitchen  and  bake-room,  and 
the  ice-house,  the  latter  being  ventilated  as  mentioned 
for  the  cellars,  and  carts  unload  into  both,  through  open- 
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mgs  in  the  blue  stone  flagging,  which  forms  the  roadway 
upon  the  arches  below.  Adjoining  the  ice-house  is  a 
small  apartment,  with  stone  shelves  for  keeping  food  cool 
in  summer;  and  along  side  of  the  coal- vault  is  a  space  for 
the  offal  from  the  kitchen.  There  is  also  a  small  kitchen 
near  the  scullery,  and  intended  for  the  superintendent’s  < 
family,  whenever  it  is  required  for  the  purpose.  In  one 
of  the  storerooms  is  a  dark  apartment,  and  in  another  the 
tanks  for  the  oxygen  and  hydrogen  gases  used  for  the  dis-  I 
solving  apparatus. 

On  the  second  or  principal  story  is  the  lecture-room,  42 
by  24  feet,  in  the  lecturer’s  table  of  which,  water,  steam, 
and  gas,  for  experimental  purposes,  have  been  introduced. 
It  also  contains  commodious  cases  for  apparatus,  a  black 
board  running  on  a  track  behind  the  cases,  and  a  smooth 
surface,  24  by  18  feet,  at  its  eastern  end,  on  which  the 
dissolving  views  are  shown.  On  the  opposite  side  of  the 
main  corridor  is  a  reception-room  for  visitors,  and  a  room 
for  visits  to  patients  by  their  friends,  each  being  24  by  23 
feet.  There  are  also  on  this  floor  two  small  rooms  for 
more  private  visits,  the  medical  office  and  library,  which 
is  also  the  assistant  physician’s  office,  24  by  14  feet,  with 
a  small  storeroom,  containing  a  sink,  &c.,  adjoining;  the 
lodging-room  for  the  assistant  physician  having  charge  of 
the  medical  office,  with  which  it  communicates;  a  general 
business  office,  which  is  also  that  of  the  steward,  24  by  20 
feet;  a  manager’s  room,  24  by  19  feet,  which  is  also  the 
principal  physician’s  private  office;  a  parlor,  24  by  19 
feet,  for  the  use  of  the  officers  of  the  house ;  and  a  fire¬ 
proof,  11  by  9  feet,  in  connection  with  the  general  busi- 
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ness  office.  In  the  third  story  front  are  four  fine  rooms, 
each  24  by  21  feet;  a  corridor,  42  by  16  feet,  shut  off 
from  the  adjoining  portion  by  a  ground  glass  partition;  a 
bath-room,  water-closet,  and  clothes-closets,  intended  at 
some  future  day  for  the  use  of  the  family  of  the  super¬ 
intending  physician,  whenever  such  an  officer  may  be 
specially  connected  with  that  department.  There  are  also 
on  this  floor,  chambers  for  the  steward  and  matron,  for 
the  senior  assistant  physician,  three  others  that  may  be 
used  as  deemed  expedient,  and  a  room,  24  by  11  feet, 
lighted  from  the  roof,  and  intended  for  a  general  store¬ 
room  for  the  bedding  and  other  dry  goods  not  actually 
in  use. 

The  corridors  of  the  centre  building,  running  east  and 
west,  are  sixteen  feet  wide;  those  running  north  and 
south,  in  which  are  the  stairways,  lighted  from  the  roof, 
are  twelve  feet  wide. 

The  height  of  the  ceiling  of  the  basement  in  the  centre 
building  and  of  all  parts  of  the  wings  and  one  storied 
buildings,  except  the  upper  story  of  the  wings,  which  is 
one  foot  more,  is  twelve  feet.  The  ceilings  in  the  second 
or  principal,  and  in  the  third  story  of  the  centre,  are 
eighteen  feet  high. 

The  wings  on  each  side  of  the  centre  building  are 
almost  exactly  alike,  except  that  on  the  south  side  in 
front,  in  the  basement  immediately  adjoining  the  centre, 
is  the  ironing-room,  28  by  11  feet,  with  a  drying-closet, 
11  by  11  feet,  attached,  and  in  the  rear  the  small  kitchen 
already  referred  to  and  the  lodging-rooms  of  the  female 
domestics;  wdiile  on  the  north  side,  in  corresponding 
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positions,  are  the  bake-room,  the  baker’s  store  and  lodg¬ 
ing-rooms,  and  the  lodging-rooms  of  the  hired  men  not 
employed  in  the  wards.  On  this  floor,  on  each  side  of 
the  centre,  is  also  a  museum  and  reading-room,  42  by  14 
feet,  and  accessible  either  from  the  grounds  or  from  the  I 
inside  of  the  building,  two  work-rooms  for  the  patients, 
two  lodging-rooms  for  persons  employed  in  the  work¬ 
rooms,  a  bath-room  for  the  officers  and  another  for  the 
domestics,  two  water-closets,  &c.  The  portion  of  the 
wing  just  described  is  shut  off  from  the  adjoining  part 
(which  constitutes  the  fifth  ward)  by  a  thick  ground  glass 
partition;  this  ward  having  in  it  a  large  room,  29  by  24 
feet,  with  a  bath-tub  and  water-closet  in  a  recess,  another 
24  by  14  feet,  a  third  23  by  11  feet,  and  five  rooms  11 
by  9  feet,  a  bath-room,  drying-closet,  and  all  the  other 
conveniences  already  mentioned  as  forming  a  part  of  each 
ward.  These  apartments  and  arrangements  are  intended 
for  patients  who  are  particularly  ill,  and  who  require 
special  quiet  and  seclusion,  where  they  may  be  visited,  if 
deemed  expedient,  by  their  friends,  without  annoyance  to 
others,  or  interfering  with  the  discipline  of  the  house. 

Besides  the  fifth  ward,  just  described,  and  which  is  on 
the  first  floor,  there  are  on  each  side  of  the  centre,  two 
other  stories,  each  of  which  constitutes  a  ward,  and  with 
all  the  conveniences  already  referred  to.  The  rooms  are 
arranged  on  both  sides  of  the  corridors,  which  are  twelve 
feet  wide,  and  have  their  extreme  ends  mostly  filled  with 
glass;  while  wherever  one  wing  joins  another,  there  is 
entirely  across  it  an  open  space  for  light  and  air,  eight 
feet  wide,  glazed  with  small  sash  from  near  the  floor  to 
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the  ceiling;  and  in  the  middle  of  each  ward,  on  one  side, 
is  a  similar  open  space,  all  of  which  may  be  used  for 
(keeping  flowering  plants,  birds,  &c.,  for  having  small  jets 
of  water  or  any  other  object  of  interest,  and  which,  in 
excited  wards,  may  be  guarded  by  ornamental  wire-work. 
Each  story  of  the  return  wing  makes  a  ward  similar  to 
those  just  described. 

Passing  from  the  return  wings  into  the  supervisor’s 
office,  the  one-storied  buildings  are  reached.  Each  of 
these  has  provision  for  twenty-six  patients  and  six  atten¬ 
dants,  and  every  arrangement  for  their  comfort.  The 
rooms  are  here  on  one  side  of  a  corridor  ten  feet  wide, 
and  at  the  end  of  each  of  those  running  towards  the  east 
is  a  cross  hall,  in  which  are  three  rooms  intended  parti¬ 
cularly  for  patients  who  from  any  cause  may  require  spe¬ 
cial  seclusion.  One  of  the  main  halls  is  used  for  dining, 
and  the  other  as  a  sitting-room.  Between  the  dining- 
halls  of  these  two  wards  (the  seventh  and  eighth),  and 
made  private  by  sliding  doors,  are  four  rooms  intended 
for  excited  patients,  who  have  special  attendants.  Oppo¬ 
site  these  last  is  a  room  110  by  14  feet,  with  an  arched 
ceiling  15  feet  high,  with  skylights  and  windows  out  of 
reach,  intended  to  be  used  as  a  kind  of  gymnasium,  and 
accessible  either  from  the  adjacent  garden  and  yards,  or 
directly  from  the  wards;  and  in  the  story  below  this  is  a 
room  of  the  same  size,  in  which  are  two  fine  bowling- 
alleys,  with  reading-tables,  &c.  Both  these  rooms  may 
be  well  lighted  with  gas,  and  warmed  by  steam-pipe,  so 
that  they  can  be  comfortably  used  in  the  evening  as  well 
as  by  day,  and  in  all  kinds  of  weather. 
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The  arrangement  of  these  one-storied  buildings  makes 
for  each,  two  very  pleasant  yards,  in  size  110  by  54  feet, 
surrounded  by  broad  brick  pavements,  and  having  grass 
in  the  centre,  with  an  open  iron  palisade  in  front,  giving 
a  distinct  though  sufficiently  distant  view  of  two  of  the 
most  travelled  roads  in  the  vicinity.  There  is  also  a 
yard,  343  by  72  feet,  adjoining  each  sixth  ward,  fitted 
up  as  the  others,  and  planted  with  shade-trees.  Brick 
pavements  also  surround  the  entire  building,  making, 
with  those  just  referred  to  and  those  in  front,  a  continu¬ 
ous  walk  of  6,152  feet. 

Entrance.  —  The  entrance  to  “the  department  for 
males,”  as  before  mentioned,  is  from  Forty-ninth  Street, 
between  Market  and  Haverford  streets.  The  gatekeeper’s 
lodge  has  two  comfortable  rooms  on  the  north,  while  on 
the  opposite  side  of  the  gateway  is  a  dead-room,  and  an¬ 
other  for  tools  used  about  the  grounds.  Brick  paths  on 
either  side  of  the  main  roadway  lead  to  the  centre  build¬ 
ing,  and  the  space  in  front,  planted  with  evergreen  and 
ornamental  trees,  and  having  a  fountain  in  the  central 
grass-plat,  is  325  by  175  feet.  From  the  front  platform 
eight  steps  lead  up  to  the  vestibule,  and  seven  steps  inside 
of  the  building  to  the  level  of  the  principal  floor.  Visi¬ 
tors  passing  into  the  centre  building  may  go  out  upon  a 
pleasant  balcony  on  its  eastern  side,  and  overlook  the 
improvements  in  that  direction,  but  they  cannot  pass 
through  the  grounds. 

Ten  steps  descend  from  the  roadway  to  the  pavement 
around  the  basement,  which,  except  immediately  at  the 
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front  of  the  centre,  where  it  is  surrounded  by  a  wide  area, 
with  sodded  banks,  is  everywhere  above  ground. 

There  is  also  a  gate  on  Market  Street,  near  the  engine- 
house,  used  for  bringing  in  coal  or  other  heavy  articles, 
and  another  on  the  eastern  side  of  the  grounds,  for  the 
use  of  the  officers  of  the  hospital  only. 

Engine-House  and  Laundry. — The  engine-house,  71 
feet  from  the  nearest  point  of  the  hospital  building,  is  a 
substantial  stone  structure,  70  by  64  feet,  and  two  stories 
in  height.  The  character  of  the  ground  is  such  that  carts 
drive  into  the  second  story  to  discharge  the  coal  directly 
into  the  vaults  below,  and  the  level  of  the  railroad  in  the 
cellar  of  the  hospital  brings  it  upon  the  second  floor  of 
the  engine-house. 

The  first  story,  on  the  level  of  the  ground  on  its  south¬ 
ern  and  eastern  side,  contains  vaults  capable  of  containing 
near  500  tons  of  coal.  Adjoining  these  vaults  is  the 
boiler-room,  30  by  17  feet,  and  opening  into  the  engi¬ 
neer’s  work-room,  in  which  will  be  placed  lathes,  grind¬ 
stones,  pipe  cutting  machines,  &c.,  driven  by  the  engines 
which  are  in  the  engine-room,  23  by  19  feet  in  size,  and 
separated  from  the  last  by  a  glass  partition ;  while  further 
west,  also  separated  by  glazed  windows  and  doors,  is  the 
fan-room  and  the  tower  for  supplying  fresh  air  to  the 
main  duct,  which  leads  from  it,  through  the  entire  build¬ 
ing.  The  height  of  ceiling  in  this  story  is  17  feet,  and  it 
is  arched  over  the  engine-room  and  the  engineer’s  work¬ 
room,  so  as  to  give  a  proper  support  to  the  stone  floor  of 
the  room  above.  In  the  second  story  of  this  building, 
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into  which  the  railroad  passes,  is  the  wash-room,  27  by 
24  feet;  the  room  for  assorting  and  folding  clothes,  24  by 
14  feet;  the  mangle-room,  43  by  84  feet;  the  drying- 
closet,  occupying  a  space  26  by  13  feet;  a  water-closet; 
and  a  lame  room  over  the  coal-vaults  and  boilers,  sur- 
rounded  by  movable  blinds,  and  intended  for  drying 
clothes  without  the  use  of  artificial  heat,  for  making 
soap,  &c. 

The  Carpenter  Shop,  36  by  50  feet,  is  of  frame,  two 
stories  high,  and  45  feet  from  the  engine-house,  from 
which  steam  may  be  taken  for  warming  it  in  winter.  It 
has  two  rooms  below,  and  a  single  large  one  above. 

The  Carriage-House  and  Stables  make  a  neat  stone 
structure,  57  by  36  feet,  and  two  stories  high.  It  has 
accommodations  for  six  horses  and  as  many  cows,  and  the 
carriages  required  for  the  different  purposes  of  the  insti¬ 
tution.  The  lower  floor  is  of  cement,  brick,  or  blue  stone. 
The  piggery  is  in  the  yard  in  the  rear  of  the  stables,  and 
there  is  a  carriage-yard  in  front,  both  being  surrounded 
by  a  stone  wall. 

Size  of  Rooms. — The  height  of  the  ceilings  throughout 
the  building,  and  the  size  of  the  parlors  and  of  all  the 
rooms  in  the  centre  building,  have  been  already  given. 
The  ordinary  size  of  the  patients’  lodging-rooms  is  9  by 
1 1  feet,  while  there  are  some  in  each  ward  of  a  much 
larger  size,  many  of  which  have  communicating  doors, 
and  are  intended  for  patients  who  desire  a  parlor  as  well 
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as  a  chamber,  or  for  those  having  special  attendants. 
The  parlors  in  the  first  and  third  wards  are  33  by  24 
feet,  and  in  the  second,  fourth,  and  sixth  they  are  23  by 
30  feet.  The  dining-rooms  are  generally  23  by  17  feet. 
The  bath-rooms  are  mostly  9  by  11  feet.  Sixteen  rooms 
in  each  one-storied  building  have  water-closets  in  them, 
firmly  secured,  and  with  a  strong  downward  draught. 
The  sides  of  doors  and  windows  in  patients’  rooms  are 
generally  rounded,  by  being  built  of  brick  made  expressly 
for  the  purpose,  and  smoothly  plastered. 

Windows  and  Window  Guards. — The  windows  in  pa¬ 
tients’  rooms  are  almost  universally  6  feet  by  2  feet  9 
inches,  having  twenty  lights  of  glass,  6  by  17  inches,  in 
each.  In  the  front  wings  adjoining  the  centre,  and  in 
the  third  story  of  the  return  wings,  both  sash  are  of  cast- 
iron,  secured  in  wooden  frames,  so  arranged  as  to  balance 
each  other,  rising  and  falling  only  to  the  extent  of  five 
and  a  half  inches,  and  doing  away  with  the  necessity  for 
guards.  In  the  other  parts  of  the  return  wings,  and  in 
the  one-storied  buildings,  the  windows  are  of  the  same 
size,  have  the  upper  sash  of  cast-iron,  and  immovable,  the 
lower  being  of  wood,  rising  to  its  full  extent,  and  pro¬ 
tected  by  an  ornamental  wrought-iron  guard,  securely 
fastened  on  the  outside.  A  few  rooms  in  each  one-story 
building  have  small  windows  out  of  reach  of  their  occu¬ 
pants,  and  intended  for  the  temporary  seclusion  of  very 
violent  or  mischievous  patients.  In  other  parts,  as  well 
as  in  this,  wire  screens  inside  of  the  rooms  are  occasion¬ 
ally  used  to  protect  glass,  and  ornamental  wire-work  is 
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adopted  in  some  of  the  parlors,  at  the  ends  of  corridors, 
and  in  other  similar  positions,  as  a  guard  outside  of  the 
windows. 

Doors. — The  doors  throughout  are  made  of  the  best 
white  pine  lumber.  In  the  wards  they  are  If  inches 
thick,  6  feet  8  inches  high  by  2  feet  7  inches  wide. 
Each  door  has  eight  panels  in  it,  one  of  which  makes  a 
hinged  wicket,  and  what  is  commonly  known  as  bead 
and  butt,  very  substantially  put  together,  and  wherever 
special  strength  is  required  it  is  obtained  by  transverse 
pieces  of  iron  let  into  the  wood,  or  by  plates  of  boiler- 
iron  screwed  on,  and  painted  so  as  to  resemble  an  ordi¬ 
nary  door.  Each  door  has  a  good  dead-lock  to  it,  and 
occasionally  a  mortise-bolt  is  added.  Over  each  door  is 
an  unglazed  sash,  31  by  17  inches,  covered  with  fine  wire 
on  the  inside,  or  a  space  31  by  5  inches,  which  can  be 
filled  up  at  pleasure  by  a  tight  board  or  by  wire.  Lift 
hinges  have  been  used  for  all  these  doors,  which  for  pa¬ 
tients’  lodging-rooms  always  open  into  the  corridors. 

Floors. — The  floors  throughout  are  of  the  best  yellow 
pine,  cut  to  order  in  Florida,  and  piled  up  on  the  grounds 
two  years  before  it  was  used.  The  boards  are  one  inch 
and  a  quarter  thick,  varying  in  width  from  two  and  a 
quarter  to  four  inches,  and  put  down  with  secret  nailing. 
Counter-ceiling  is  everywhere  used.  The  only  exception 
to  this  kind  of  flooring  is  in  the  two  kitchens,  the  scul¬ 
lery,  a  space  in  the  basement  hall  in  front,  the  bake- 
room,  all  the  sink,  water-closet,  and  wash-rooms,  the  line 
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between  different  wards,  the  entrance  to  the  stairways,  and 
the  main  wash-room  in  the  engine-house,  which  are  of 
brown  German  flagstones,  laid  on  brick  arches ;  the  engi¬ 
neer’s  work-room,  which  is  paved  with  brick;  the  front  of 
the  boiler-room,  which  is  of  iron  and  blue  stone  flagging; 
and  the  engine-room,  one  sink-room,  and  all  the  ward 
stairways,  which  are  of  slate,  admirably  adapted  to  such 
a  purpose,  and  from  the  quarries  of  Eleazer  Jones  &  Co  , 
at  East  Granville,  IN’.  Y.,  and  which  has  also  been  used 
extensively  for  window-sills,  stairways,  and  other  purposes. 

Stairways. — All  the  stairways  in  those  parts  of  the 
building  occupied  by  patients  are  fire-proof.  The  frame¬ 
work  is  of  cast-iron,  built  into  the  brickwork  on  each 
side,  and  covered  with  slate,  which  has  many  advantages. 
The  rise  of  these  steps  is  only  seven  inches,  and  there 
are  platforms  every  five  or  six  steps,  with  convenient 
hand-rails  on  both  sides,  from  top  to  bottom.  They  are 
all  well  lighted  by  windows  by  day  and  by  gas  at  night. 
The  well  around  which  the  stairs  wind  is  used  for  hat  or 
coat-rooms  for  the  different  stories. 

Plastering. — The  inside  plastering  is  what  is  called 
hard  finish,  composed  of  lime  and  sand,  without  plaster 
of  Paris,  except  for  ceilings,  and  well  trowelled.  This 
finish  admits  of  being  scrubbed  for  years  without  injury, 
and  is  at  all  times  ready  for  painting.  The  outside  of 
the  building  is  roughcast,  the  material  used  being  the 
pulverized  stone  of  which  the  house  is  built  and  lime, 
to  which  an  agreeable  shade  of  color  is  given  by  a  sand 
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obtained  in  Montgomery  County.  Hydraulic  cement  is 
used  near  the  ground  in  certain  positions,  in  many  of  the 
sink  and  wash-rooms,  in  the  kitchen  and  scullery,  in  the 
main  wash-room,  and  as  a  substitute  for  the  ordinary 
wash-boards  in  many  of  the  ward  corridors  and  patients’ 
chambers. 

Hoofing. — The  roof  is  of  Pennsylvania  slate,  fastened 
on  lath,  and  plastered  with  hair  mortar  on  the  under  and 
upper  edges  and  on  the  joints  of  the  slate.  The  pitch  is 
one-fourth  of  the  span.  The  water  from  the  roof  is  car¬ 
ried  off,  through  four  inch  cast-iron  pipes  inside  of  the 
building,  and  easily  accessible,  into  large  drains  leading 
into  the  main  culvert. 


Sewerage. — The  main  culvert  is  2,032  feet  in  length. 
It  is  35  inches  from  top  to  bottom  in  the  clear,  built  of 
brick  laid  in  hydraulic  cement,  egg-shaped,  the  smaller 
part  being  at  the  bottom.  Beginning  near  the  intersec¬ 
tion  of  the  north  return  wing  and  one-storied  buildings, 
at  which  point  it  receives  various  pipes  from  the  adjacent 
wards,  it  passes  under  tlie  main  chimney,  by  the  engine- 
house  and  barn,  and  extends  to  Mill  Creek,  into  which  it 
discharges  just  before  it  reaches  Market  Street.  Through 
this  culvert  all  the  drainage  from  the  building  and  much 
of  the  grounds  is  carried  off,  being  intersected  by  branch 
culverts  at  various  points  in  its  course. 

Bath-rooms,  Water-closets,  &c. — There  are  twenty- 
one  bath-rooms  and  as  many  water-closets  in  the  build- 
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ing,  in  addition  to  those  in  the  patients’  rooms.  Sixteen 
are  in  the  wards.  Each  bath-room  has  in  it  a  cast-iron 
bath-tub.  covered  with  zinc  paint,  and  with  improved 
arrangements  for  the  admission  and  discharge  of  water 
through  the  bottom.  In  addition  to  the  ordinary  hot  air 
flue,  there  is  a  coil  of  steampipe  for  direct  radiation  in 
each,  so  that  when  hot  baths  are  used  the  temperature  of 
the  room  may  be  made  so  high  as  to  prevent  the  sensa¬ 
tion  of  chilliness,  when  coming  from  the  water.  The 
waterpipes  in  these  rooms  are  generally  of  galvanized 
iron,  left  exposed,  so  as  to  be  readily  accessible,  and  pass¬ 
ing  from  story  to  story,  through  castings  made  for  the 
purpose,  so  that  in  case  of  leakage  the  ceilings  may  not 
be  injured. 

The  water-closets  are  of  cast-iron  enamelled,  have  no 
traps,  but  are  open,  so  as  to  have  a  constant  downward 
draught  of  air  through  them  into  the  main  chimney,  as 
have  all  the  sinks,  bath-tubs,  &c.,  in  the  whole  establish¬ 
ment.  The  water  is  let  on  by  the  opening  of  the  door. 

The  wash-basins  in  the  wash-rooms  are  of  marble,  with 
strong  swing-cocks.  The  sinks  are  of  cast-iron,  and  have 
hot  and  cold  water  at  each.  There  is  also  an  iron  hop¬ 
per  to  each,  and  into  which  the  slops,  &c.,  are  emptied. 
There  are  permanent  fixtures  for  securing  the  towels  in 
each  wash-room.  The  drying-closets  are  sufficiently  large 
to  contain  a  bed,  and,  like  the  closets  for  buckets,  &c., 
have  flues  leading  into  and  from  them,  and  thus  secure  a 
direct  communication  with  the  fan  below  and  the  venti¬ 
lating  ducts  above.  All  these  arrangements  in  each  ward 
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are  clustered  together,  and  have  scarcely  any  wood  in  an) 
part  to  absorb  moisture  or  retain  unpleasant  odors. 

Supply  of  Water. — The  new  hospital  is  supplied  with 
water  from  a  well  25  feet  in  diameter,  containing  50,000 
gallons,  and  into  which,  as  measured  at  the  driest  period 
of  the  last  year,  is  a  daily  flow  of  30,000  gallons  of  excel¬ 
lent  water.  There  is  also  a  constant  small  stream  of 
spring-water  passing  near  the  well,  which  can  at  any  time 
be  turned  into  it.  By  means  of  one  of  Worthington’s 
combined  direct  acting  steam-pumps,  capable  of  raising 
10,000  gallons  per  hour,  this  water  is  forced  through  708 
feet  of  six-inch  cast-iron  pipe  into  the  four  boiler-iron 
tanks  in  the  dome,  and  from  which  it  is  distributed 
through  the  entire  building.  These  tanks  are  103  feet 
above  the  well,  and  ^contain  21,000  gallons.  They  are  so 
arranged  that  one  or  all  may  be  used  at  pleasure,  have 
overflows,  and  pipes  through  which  they  may  have  the 
sediment  washed  out  whenever  deemed  desirable.  The 
elevation  of  these  tanks  is  sufficient  to  secure  the  feeding 
of  the  steam-boilers  when  carrying  a  pressure  of  forty 
pounds  to  the  inch.  These  tanks  were  made  at  the  works, 
and  put  in  place  before  the  roof  was  on  the  building.  It 
is  intended  that  they  shall  always  be  about  full  of  water, 
and  a  small  pipe  leading  from  them  to  the  engine-house 
tells  the  engineer  on  duty  when  that  is  the  case.  There 
is  also  in  the  engine-room  a  single  Worthington  steam- 
pump,  capable  of  raising  5,000  gallons  per  hour,  and  in¬ 
tended  to  prevent  any  possible  deficiency  of  water,  should 
an  accident  happen  to  the  larger  engine.  The  rule  is 
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that  both  should  be  used  some  part  of  every  day,  so  that 
in  case  of  emergency  there  may  never  be  a  doubt  of  their 


being  in  working  order. 

The  tank  for  supplying  the  cenfre  building  with  hot 
water  is  12  feet  in  length  and  23  inches  in  diameter,  and 
;  is  placed  above  the  cooking-range,  the  heat  being  sup- 
.  plied  through  circulating  pipe  from  a  water-back  behind 
1  one  of  the  range  fires,  and  is  abundant  for  all  purposes. 
:  The  supply  of  hot  water  for  the  wards  is  derived  from  six 
iron  tanks,  placed  in  the  most  convenient  points  in  the 
cellar,  in  which  situations  they  are  easily  accessible,  and 
leakages  can  do  little  injury  to  the  building.  The  heat 
is  derived  from  steam  coils  coming  from  the  summer  pipe 
(as  it  is  called),  used  for  cooking  and  all  other  purposes 
except  warming  the  building.  The  large  steam-boilers 
at  the  engine-house  are  supplied  with  hot  water  by  the 
condensed  steam  used  in  heating,  which  ordinarily  returns 
to  them  by  gravity;  but  when  it  does  not,  is  received 
into  an  iron  tank,  and  forced  into  them  by  a  small  steam- 
pump.  Tbe  laundry  has  hot  water  from  a  large  tank 
placed  in  the  oven  which  covers  the  boilers,  and  through 
which  the  exhaust  steam  from  the  engines  and  pumps  can 
be  made  to  pass  whenever  desired,  and  which  may  be  also 
used  for  feeding  the  large  boilers.  There  are  three  wells 
of  excellent  water  besides,  at  convenient  points  near  the 
building,  and  which  supplied  all  the  water  required  in  its 
erection.  A  fourth  is  now  being  sunk  near  the  stables. 


Lighting. — The  hospital  is  lighted  by  gas  from  the 
city  works  on  the  eastern  side  of  the  river  Schuylkill. 
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The  fine  meter,  from  Code,  Hopper  &  Gratz,  is  placed  in 
the  engine-room,  and  a  record  is  made  every  morning  of 
the  consumption  during  the  preceding  night.  Stopcocks 
are  placed  at  convenient  points  for  checking  the  flow  of 
gas  through  the  main  pipes,  and  the  ordinary  kinds  of 
fixtures  have  been  adopted  throughout  the  building.  The 
gas  is  also  used  for  experimental  purposes  in  the  lecture- 
room,  and  for  boiling  water,  &c.,  in  the  medical  office. 

Furniture. — The  furniture  is  intended  to  be  neat  and 
plain,  but  of  a  comfortable  and  substantial  character,  the 
amount  in  the  various  apartments  being  in  a  great  mea¬ 
sure  dependent  on  the  character  of  the  patients  occupy¬ 
ing  them.  Carpets  of  some  kind  generally  cover  the 
parlors,  and  some  portions  of  the  corridors  and  chambers. 
Wardrobes,  tables,  mirrors,  and  other  conveniences  are 
frequently  added  to  the  bedsteads,  which  are  of  various 
kinds,  mostly  of  wood,  but  many  are  of  wrought  or  cast- 
iron,  painted  of  a  light  color,  a  few  of  which  last  are 
secured  to  the  floor. 

Heating  and  Ventilation. — There  is  no  fire  used  in 
any  part  of  the  hospital  for  heating,  although  provision 
for  open  fires  has  been  made  in  all  the  parlors  and  in 
many  of  the  other  large  rooms,  should  such  an  arrange¬ 
ment  ever  be  deemed  desirable.  The  only  fires  kept  up 
in  the  building  are  those  in  the  kitchens,  bake  and  iron¬ 
ing-rooms. 

In  the  boiler-room  at  the  engine-house  there  are  three 
large  tubular  boilers.  Each  of  these  has  a  furnace  5  feet 
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3  inches  wide  by  5  feet  3  inches  long,  and  7  feet  4  inches 
high.  The  shell  is  17  feet  8  inches  long  by  4  feet  6 
inches  in  diameter.  Combustion  chamber  4  feet  long, 
and  98  tubes  2\  inches  in  diameter  and  11  feet  long. 
The  total  heating  surface  for  each  is  744  square  feet. 
The  grate  surface  is  201  square  feet.  The  escaping  gases 
enter  a  common  flue,  and  the  draft  can  be  regulated  by  a 
damper  at  the  back  end  of  each  boiler,  or  the  supply  of 
air  graduated  by  a  register  in  the  ash-pit  door. 

These  boilers  furnish  steam  for  warming  the  entire 
hospital,  and  for  driving  all  the  machinery,  pumping 
water,  for  ventilation,  washing,  cooking,  &c.  They  are 
so  arranged  that  one  or  all  may  be  used  at  pleasure,  either 
for  heating  or  driving  the  machinery.  The  steam  is  car¬ 
ried  from  them  in  a  five  inch  welded  iron  pipe,  and  after 
reaching  the  hospital  building,  it  is  distributed  in  eighty- 
three  air-chambers,  placed  in  its  cellar,  with  direct  flues 
leading  from  them  to  the  apartments  above.  The  gases 
from  the  boiler  fires  pass  through  an  underground  flue, 
four  feet  wide  and  six  feet  high,  a  distance  of  557  feet, 
rising  31  feet  in  its  course,  till  it  comes  to  the  foot  of  the 
main  chimney,  which  is  78  feet  above  the  surface  of  the 
ground.  The  chimney  is  built  double,  the  interior  being 
round,  formed  of  hard  brick,  without  parging,  six  feet  in 
diameter  in  the  clear  from  bottom  to  top,  the  latter  being 
formed  of  cast-iron,  while  the  foundation  is  of  pointed 
stone-work  to  a  height  of  eleven  feet,  and  the  remainder 
of  pressed  brick.  The  underground  flue  alluded  to  con¬ 
tains  the  main  steampipe  until  it  reaches  the  nearest 
point  of  the  building,  and  also  that  portion  of  it  which  is 
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carried  to  the  north  section  of  the  hospital,  and  is  imme¬ 
diately  over  the  main  culvert. 

This  chimney  is  made  the  ventilating  power  for  secur¬ 
ing  a  strong  downward  draft  of  air  through  all  the  water- 
closets,  urinals,  sinks,  and  bath-tubs  in  the  entire  estab¬ 
lishment,  and  for  this  reason  is  placed  in  a  central  position 
on  the  eastern  side  of  the  building.  The  coils  for  heating 
are  composed  of  welded  iron  pipes,  three-quarters  of  an 
inch  in  diameter,  and  are  in  two  sections  in  all  the  air- 
chambers,  so  that  one  or  both  may  be  used,  according  to 
the  severity  of  the  weather. 

In  the  engine-room  are  two  horizontal  high  pressure 
steam-engines,  of  tine  finish,  from  the  works  of  I.  P. 
Morris  &  Co.  They  are  exactly  alike,  each  having  a 
cylinder  10  inches  in  diameter,  and  a  stroke  of  24  inches. 
They  are  so  arranged  that  either  may  be  substituted  for 
the  other,  and  one  may  be  made  to  do  the  work  of  both 
in  case  of  emergency.  Ordinarily  one  drives  the  fan,  and 
is  therefore  a  part  of  the  ventilating  apparatus,  while  the 
second  drives  all  the  other  machinery.  The  fan,  made  by 
Wm,  Sellers  &  Co.,  is  of  cast-iron,  its  extreme  diameter 
being  16  feet,  and  its  greatest  width  4  feet.  It  is  driven 
directly  from  the  shaft  of  the  engine,  and  its  revolutions 
vary  from  30  to  60  per  minute,  according  to  the  require¬ 
ments  of  the  house.  The  fresh  air  is  received  from  a 
tower,  40  feet  high,  so  that  all  surface  exhalations  are 
avoided,  and  is  then  driven  through  a  duct,  which  at  its 
commencement  is  81  by  101  feet,  into  the  extreme  parts 
of  the  building.  From  the  cold  air-duct,  openings  lead 
into  the  different  warm  air-chambers,  which  in  the  one- 
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storied  buildings  are  covered  with  slate;  but  in  all  other 
parts  of  the  hospital  these  chambers  and  air-ducts  are 
arched  with  brick,  laid  with  smooth  joints.  The  warm 
air  in  nearly  all  cases  is  admitted  near  the  floor,  and  the 
ventilators  open  near  the  ceiling,  always  in  the  interior 
walls.  The  only  exception  to  this  arrangement  is  in  the 
one-storied  buildings,  in  which,  in  the  patients’  rooms, 
the  warm  air  is  admitted  above,  and  the  ventilators  are 
taken  off  near  the  floor.  All  the  ventilating  flues  termi¬ 
nate  in  the  attic  in  close  ducts,  either  of  brick  or  wood, 
smoothly  plastered,  increasing  in  size  about  thirty  per 
cent,  more  rapidly  than  the  capacity  of  the  flues  entering 
them,  and  by  which,  through  the  different  belvederes  on 
the  roof,  they  communicate  with  the  external  atmosphere. 
In  the  centre  building  the  ventilation  is  through  the  main 
dome. 

All  the  pipe  used  for  heating  and  water,  the  bath  fix¬ 
tures  and  water-closets,  were  made  at  the  works  of  Morris, 
Tasker  &  Co. — and  the  entire  apparatus  was  arranged  and 
put  up  by  the  institution,  under  the  direction  of  its  build¬ 
ing  superintendent.  There  is  no  leaden  pipe  used  in  the 
building. 

Cooking  and  Distribution  of  Food. — All  the  cooking 
is  done  in  the  central  kitchen,  which  has  in  it  a  large 
range,  with  two  fires  and  three  ovens,  a  rotary  roaster,  a 
double  iron  steamer  containing  ninety  gallons,  a  smaller 
one,  iron  outside  and  copper-tinned  on  the  inside,  con¬ 
taining  forty-five  gallons,  and  six  of  tin  for  vegetables, 
besides  the  vessels  for  tea  and  coffee.  The  food  prepared 


62 


in  tliis  room  is  put  into  closed  tin  boxes,  which  are  lowered 
by  a  dumb-waiter  to  the  car  standing  on  the  track  of  the 
railroad,  where  it  passes  under  the  kitchen,  and  is  thus 
conveyed  to  the  bottom  of  the  various  dumb-waiters, 
which  lead  directly  to  the  different  dining-rooms  above, 
of  which,  as  before  remarked,  there  is  one  for  each  ward. 
Each  dining-room  has  a  steam-table,  with  carving  dishes  i 
on  it,  and  abundant  provision  for  keeping  meats  and 
vegetables  warm  as  long  as  may  be  desired.  The  dumb¬ 
waiters  are  all  controlled  by  the  person  having  charge  of 
the  railroad;  they  are  moved  by  a  crank  and  wheel,  and 
wire-rope  is  substituted  for  that  commonly  adopted. 

The  railroad  is  an  indispensable  part  of  the  arrange¬ 
ments  for  distributing  food.  By  its  use  a  meal  may  be 
delivered  in  all  the  ward  dining-rooms  (eight  in  number) 
on  one  side — the  extreme  ones  being  580  feet  distant — 
in  ten  minutes  after  leaving  the  kitchen,  or  for  the  whole 
sixteen  in  twenty  minutes.  It  also  forms  a  very  conve¬ 
nient  mode  of  transporting  articles  from  one  section  of 
the  building  to  another,  carrying  clothing  to  and  from 
the  laundry,  and  gives  a  protected  passage-way  in  going 
from  the  centre  building  to  the  engine-house,  barn,  and 
workshop,  and  for  persons  visiting  their  friends  in  the 
room  set  apart  for  the  purpose  between  the  sixth  and 
seventh  wards. 

Provision  against  Fire. — As  already  mentioned,  no 
fires  are  required  in  the  building  for  warming  it,  and  gas 
is  used  for  lighting.  Wherever  one  wing  comes  in  con¬ 
tact  with  another,  or  with  the  centre  building,  all  the 


63 


openings  in  the  walls,  which  extend  up  through  the  slate 
roof,  have  iron  doors  in  addition  to  the  ordinary  wooden 
ones,  and  which  may  be  closed  at  pleasure.  The  floors 
of  the  kitchen  and  hake-room,  in  which  alone  fire  is  used, 
are  of  German  flagstone  laid  on  brick  arches,  and  all  the 
stairways  in  the  wings  are  fire-proof.  It  is  intended  that 
there  should  always  be  about  20,000  gallons  of  water  in 
the  tanks  in  the  dome  of  the  centre  building,  and  15,000 
gallons  per  hour  may  be  placed  there  by  the  pumping- 
engines.  A  standpipe  connected  with  this  reservoir  passes 
into  every  story  and  into  every  ward,  in  all  of  which  it 
is  intended  to  have  a  piece  of  hempen  hose  constantly 
attached,  so  that  by  simply  turning  a  stopcock,  water 
may  be  put  on  a  fire  almost  as  soon  as  discovered.  A 
steam-pipe  also  passes  up  into  the  attic  of  each  wing,  and 
as  one  of  the  large  boilers  is  constantly  fired  up,  steam 
may  at  any  moment  be  let  into  the  building  by  simply 
turning  a  valve  in  the  cellar.  Hose  is  also  kept  near  the 
steam-pumps,  so  that  it  may  be  promptly  attached,  and 
water  thrown  on  the  barn,  carpenter  shop,  engine-house, 
and  contiguous  parts  of  the  hospital.  A  watchman  is 
constantly  passing  through  the  house  at  night,  and  by 
means  of  two  of  Harris’  watcli-clocks,  as  made  by  H.  B. 
Ames,  of  Hew  ATork,  there  is  no  difficulty  in  ascertaining, 
not  only  how  often  each  ward  is  visited,  but  almost  the 
moment  the  visit  was  made,  and  of  course  the  time  taken 
in  passing  from  one  wmrd  to  another. 

Laundry  Arrangements. — The  clothing,  bedding,  &c., 
collected  in  the  different  wards,  after  being  sent  to  the 
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cellar,  are  conveyed  from  that  point  by  the  railroad  to 
the  room  for  assorting  clothes  in  the  engine-house,  and 
thence  into  the  large  wash-room,  in  which,  besides  the 
usual  washing,  rinsing,  and  blue  tubs  and  soap  vat,  is  one 
of  the  valuable  Shaker  washing-machines,  in  which  six 
different  kinds  of  clothes  can  be  washed  at  the  same  time, 
and  a  centrifugal  wringer,  both  of  which  are  driven  by 
one  of  the  steam-engines.  From  the  wringer  the  washed 
articles  are  taken  to  the  drying-closet,  in  which,  by  means 
of  the  heat  derived  from  the  exhaust  steam  from  the 
engines  passing  through  a  large  amount  of  cast-iron  pipe, 
and  fresh  air  from  the  fan,  they  are  in  a  very  few  minutes 
made  ready  for  the  mangle  (also  driven  by  steam  power), 
or  folded  and  taken  by  the  railroad  to  the  ironing-room 
near  the  centre  building,  to  which  they  are  raised  by  the 
dumb-waiter  already  referred  to,  or  are  sent  directly  to 
the  principal  clothes-room,  from  which  they  are  distri¬ 
buted  by  the  same  route,  as  they  may  be  required  in  the 
wards.  All  the  divisions  of  the  washing-machine,  of  the 
rinsing  and  washing  tubs,  have  hot  and  cold  water  and 
steam  introduced  directly  into  them,  and  the  water  from 
them  all  is  carried  off  under  the  stone  floor  of  the  room 
to  one  of  the  iron  columns  below,  through  which  it  passes 
into  the  culvert  on  the  outside  of  the  building. 

Pleasure  Grounds,  Gardens,  and  Yards. — This  new 
hospital  is  situated  in  the  midst  of  its  pleasure  grounds, 
embracing  about  fifty  acres,  and  from  most  parts  of  which 
are  fine  views  of  the  surrounding  country;  the  boundary 
wall  being  so  arranged,  from  the  natural  character  of  the 
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ground,  or  made  so  by  excavations,  that  little  of  it  can  be 
seen  from  any  part  of  the  building  that  is  occupied  by 
patients.  There  are  two  pleasant  groves  of  natural  forest 
trees  within  the  inclosure,  and  several  hundred  others, 
evergreen  and  deciduous,  that  have  already  been  planted 
or  collected  for  the  purpose,  will  give  an  ample  amount 
of  shaded  drives  and  walks.  A  carriage-road  has  already 
been  made  on  the  inside  of  the  wall,  throughout  its  ex¬ 
tent,  and  winding  by  the  gardens  and  terraces  around  the 
buildings,  will  ultimately  be  two  miles  long.  The  foot- 
Avalks  are  not  to  be  less  extensive,  and  the  brick  pave¬ 
ments  about  the  building  have  been  already  mentioned. 
There  are  also,  as  may  be  remembered,  three  pleasant 
yards  on  each  side  of  the  building,  and  connected  directly 
with  the  adjacent  wards. 

The  vegetable  garden  contains  about  eight  acres,  and 
is  in  full  view  from  the  north  side  of  the  building. 
Flower  borders  have  been  made  near  to  and  around  the 
entire  structure.  The  only  fences  inside  of  the  inclosure 
are  to  give  privacy  to  the  patients  in  the  yards,  or  to  pre¬ 
vent  those  walking  about  the  grounds  from  approaching 
certain  parts  of  the  building. 

The  total  amount  of  orders  drawn  by  the  Building 
Committee  is  $‘352,111  51,  which  sum  embraces  the  en¬ 
tire  indebtedness  incurred  in  the  construction  of  the 
buildings,  the  preparation  of  fixtures,  and  for  such  furni¬ 
ture  as  has  been  placed  in  the  hospital,  for  all  of  which 
payment  has  been  made  in  full,  being  for  the  following 
objects,  viz: — 
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Stone  masonry  .... 

$34,986 

CO 

Main  chimney  .... 

2,231 

44 

Insurance  on  lumber 

261 

00 

Insurance  on  buildings  . 

1,646 

00 

Door  and  window  frames 

5,912 

59 

Doors  ..... 

3,560 

13 

Window  sash  .... 

981 

81 

Hardware,  iron,  ironwork,  castings,  &c. 

13,246 

19 

Travelling  expenses  of  Building  Superintendent 

41 

28 

Expenses  in  laying  corner-stone 

116 

94 

Watchman  .... 

990 

50 

Bough-casting  and  plastering 

22,620 

53 

Heating  and  ventilation 

23,068 

12 

Well  digging  and  wooden  pumps 

318 

30 

Horse  and  wagons,  horse  keep  and  harness 

531 

34 

Fuel  ..... 

489 

65 

Paper,  printing,  &c. 

402 

59 

Granite  work  .... 

13,342 

05 

Carpenter  work 

30,524 

02 

Gas  pipes  and  fixtures,  fittings,  &c. 

6,696 

61 

Labor  ..... 

5,020 

41 

Carriage-house  and  stabling 

2,241 

46 

Grading,  excavating,  planting,  improving  the 

grounds, 

and  engineering 

15,896 

60 

Koofing  .... 

12,385 

11 

Architect,  Building  Superintendent,  and  Clerk 

1,112 

25 

Boundary  wall  and  gate-house  . 

20,260 

46 

Lumber  .... 

31,959 

58 

Painting  and  glazing,  and  materials 

8,935 

93 

Bricklaying  and  materials 

46,406 

69 

Carpenter  shop  . 

800 

00 

Marble  mantels,  grates,  &c. 

1,313 

15 

Furniture  .... 

10,601 

06 

Water  pipes,  arrangements  for  supply  of  water,  baths, 

water-closets,  and  laundry 

18,812 

51 

Lightning  rods  .... 

149 

48 

Window  guards  and  cast-iron  window  sash 

2,632 

40 

German  and  slate  flagging,  and  slate  steps 

4,162 

39 

$352,111 

51 
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The  funds  to  meet  these  liabilities  were  derived  from 

the  following  sources,  viz. — 

Contributions  received  by  the  Treasurer  to  aid  in  build¬ 
ing  and  furnishing  the  new  hospital  .  .  .  320,541  33 

The  net  earnings  of  the  above,  by  interest,  &c.,  was 
$9,772  72,  from  which  deduct  interest  paid  on  bond 
to  executors  of  Josiah  Dawson,  deceased,  for  $25,000, 
viz.,  $1,500  00,  leaves  ....  8,277  72 

Loan  from  the  executors  of  Josiah  Dawson,  .  .  25,000  00 

$353,819  05 

Leaving  in  the  hands  of  the  Treasurer  the  sum  of  $1,707  54  to  be  ap¬ 
propriated  to  the  purchase  of  furniture. 

There  is  still  in  the  possession  of  the  Board  certain 
property  bequeathed  to  the  hospital  by  the  late  Abraham 
Miller,  deceased,  and  various  unsettled  subscriptions, 
some  of  which  are  in  stocks  of  uncertain  value,  but  the 
aggregate  of  which  it  is  hoped  will  be  sufficient  ulti¬ 
mately  to  meet  a  considerable  amount  of  the  loan  just 
referred  to. 

By  instructions  of  the  Board,  and  under  the  supervi¬ 
sion  of  this  Committee,  the  repairs  to  the  original  build¬ 
ing,  now  “the  Department  for  Females,”  were  commenced 
immediately  after  the  removal  of  the  men,  and  during  the 
year  the  whole  of  that  structure  lias  been  thoroughly 
renovated,  improved  fixtures  have  been  introduced,  and 
many  alterations  made,  that  must  contribute  very  essen¬ 
tially  to  its  completeness,  and  tend  to  promote  the  com¬ 
fort  and  happiness  of  the  patients. 

The  repairs  to  the  wards  formerly  occupied  by  the  men, 
were  so  far  completed  as  to  permit  the  removal  of  the  pa¬ 
tients  from  the  main  building  of  the  south  wing,  in  the 
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7th  month  last,  and  all  the  females  were  transferred  from 
the  one-storied  building,  on  the  same  side,  early  in  the 
10th  month.  The  repairs  to  the  whole  hospital  have 
not  yet  been  entirely  finished,  although  they  are  so  far 
advanced  that,  if  furnished,  all  parts  will  be  ready  for 
occupation  in  a  few  weeks. 

The  extent  and  cost  of  these  repairs  and  improvements 
have  been  greater  than  were  originally  anticipated,  but 
they  were  all  absolutely  necessary  for  the  preservation  of 
the  building,  for  making  the  hospital  capable  of  afford¬ 
ing  the  highest  class  of  accommodations  for  its  patients, 
giving  the  best  facilities  for  treatment,  and  making  “the 
Department  for  Females”  correspond  in  character  with 
the  new  hospital,  now  entirely  devoted  to  male  patients. 
The  original  building  had  been  nineteen  years  in  uninter¬ 
rupted  use,  and  for  a  long  period,  its  wards  had  been  so 
steadily  filled  with  patients,  that  extensive  repairs  could 
not  be  undertaken.  A  very  considerable  portion  of  the 
south  wing,  for  this  reason,  had  not  even  been  painted  in 
all  that  time,  and  nothing  but  the  entire  vacation  of  whole 
wards  could  have  given  an  opportunity  of  doing  what  every 
one  began  to  regard  as  a  matter  of  absolute  necessity. 

Extensive  as  this  work  has  been,  no  one  who  witnesses 
the  change  that  lias  been  effected,  can  hesitate  to  acknow¬ 
ledge  that  it  is  worth  much  more  than  it  has  cost,  and 
that  while  the  general  air  and  appearance  of  the  hospital 
have  been  greatly  improved,  its  arrangements  for  manage¬ 
ment  and  classification  have  been  rendered  very  superior 
to  what  they  ever  were  before. 

The  extent  of  these  repairs  and  improvements  may  be 
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inferred  from  the  statement  that  the  heating  apparatus 
has  been  thoroughly  overhauled,  all  the  water  fixtures, 
bath-rooms,  and  water-closets  put  in  complete  order,  often 
by  an  entire  renewal  of  the  fixtures,  one  new  bath-room 
and  six  new  water-closets  have  been  introduced,  new 
arrangements  have  been  made  for  heating  water  for  more 
than  one-half  of  the  building,  a  new  scullery  has  been 
provided  in  the  basement,  improved  steam-tables  have 
been  placed  in  the  dining-rooms,  and  there  has  been  a 
thorough  repair  of  all  wood  work,  the  renewal  or  refitting 
of  wash-boards  nearly  everywhere,  new  finish  around  all 
the  ward  doors  in  the  main  building,  much  new  flooring 
in  certain  wards,  various  changes  in  the  windows,  and 
cutting  away  of  interior  walls  to  introduce  light  and  air, 
painting  of  all  the  wood  work  inside  and  outside,  and  of 
much  of  the  interior  walls  of  the  entire  building,  much 
new  plastering  has  been  done  in  several  of  the  wards,  and 
a  general  rebuilding  of  many  of  the  fences  surrounding 
the  patients’  yards.  A  new  yard  has  also  been  made,  in 
connection  with  the  north  4tli  ward,  and  a  new  road  from 
the  gate  of  entrance  to  the  centre  building,  while  the 
entire  dome,  and  one  section  of  the  roof  of  the  south 
wing,  from  which  alone  the  original  zinc  had  not  previ¬ 
ously  been  removed,  have  been  covered  with  tin. 

Among  the  improvements  worthy  of  special  reference, 
may  be  mentioned  the  provision  of  a  “Reception  Ward,” 
made  from  that  portion  of  the  north  3d  ward  next  to  the 
centre  building,  and  of  a  “Sewing  Ward”  from  the  cor¬ 
responding  division  on  the  opposite  side.  In  connection 
with  this  last,  will  be  the  chambers  of  the  seamstress,  and 
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of  the  persbn  having  special  charge  of  the  clothing  and 
bedding,  rooms  for  keeping  which  are  here  provided.  A 
new  arrangement  has  been  made  on  the  stairs  leading  from 
the  2d  to  the  3d  wards,  on  each  side,  which  gives  a  com¬ 
plete  separation,  never  before  existing  there,  and  makes  a 
handsome  finish  for  keeping  plants,  singing  birds,  gold 
fish,  &c.,  and  in  the  centre  of  each  of  which,  a  neat  foun¬ 
tain  has  been  placed.  A  new  passage  way  from  the  6th 
ward  gives  a  protected  route  to  the  basement  and  centre 
building,  without  going  through  other  wards,  as  was 
formerly  done,  and  which  on  the  south  side  connects  with 
a  new  dining-room.  The  amusement  hall,  over  the  coal 
vaults,  has  now  been  finished,  as  originally  proposed,  by 
the  erection  of  a  small  piazza,  and  steam-pipe  is  about  to 
be  introduced  into  it  and  the  Calistheneum,  to  render 
them  comfortable  in  cold  weather.  The  elegant  fitting 
up  of  the  lecture-room,  which  has  been  done  by  “a  friend 
to  the  hospital,”  at  her  own  expense,  has  added  greatly 
to  the  attractiveness  of  that  most  useful  apartment,  and 
merits  this  special  acknowledgment. 

Now  that  these  repairs  and  improvements  are  so  nearly 
finished,  and  the  whole  structure  given  up  to  females,  it 
may  be  repeated  that  this  department,  like  that  for  the 
males,  has  sixteen  distinct  wards  for  patients,  each  ward 
having  all  the  necessary  conveniences  for  comfort  and 
treatment,  and  thus  giving  facilities  for  a  thoroughness 
of  classification  not  before  attained,  and  perhaps  quite  as 
minute  as  is  desirable,  for  the  number  of  patients  to  be 
treated  in  this  Institution. 

The  cost  of  these  repairs  and  improvements  to  the  old 
building  has  been  rather  more  than  $25,000,  of  which 
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sum,  all  but  about  $10,000  loaned  to  the  Department  for 
the  Insane  (and  on  which  interest  is  payable)  has  been 
met  from  the  savings  of  previous  years. 

The  Committee  have  no  hesitation  in  saying  that  this 
building  is  now  in  much  better  condition  than  it  ever 
was  before,  and  more  fully  prepared  to  give  the  best  ac¬ 
commodations  and  treatment  to  all  classes  of  the  insane. 

It  is  proper  to  state  in  this  report,  that  all  the  money 
expended  on  furniture  for  the  new  hospital,  was  collected 
by  the  Committee  of  Ladies,  who,  soon  after  its  opening, 
so  generously  undertook  the  work.  To  secure  the  earliest 
possible  use  of  the  new  building,  a  large  amount  of  furni¬ 
ture  was  sent  from  the  Department  for  Females,  which  it 
is  very  desirable  to  have  replaced  at  an  early  day,  as  well 
as  to  secure  what  is  necessary  to  furnish  the  unoccupied 
wards  in  the  Department  for  Males.  For  each  of  these 
objects,  about  $5,000  will  be  necessary,  and  but  for  the 
changed  condition  of  financial  affairs  this  would  probably 
have  been  already  secured  through  the  exertions  of  the 
same  benevolent  ladies,  to  whom  the  Institution  and  the 
afflicted  are  already  under  such  great  obligations. 

The  Committee  have  held  just  one  hundred  meetings, 
and  have  the  gratification  to  state,  that  at  the  close  of 
the  more  than  five  years  they  have  been  engaged  in  the 
work,  is  composed  of  the  same  members  as  originally  con¬ 
stituted  it.  The  time  has  passed  when  any  one  could 
reasonably  doubt  the  importance  and  necessity  of  the 
work  in  which  they  have  been  engaged,  and  experience 
has  already  demonstrated  satisfactorily  the  great  value  of 
the  arrangements  which  have  been  introduced. 
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It  is  certainly  a  matter  for  congratulation  that  the 
Pennsylvania  Hospital  for  the  Insane,  as  it  now  exists — 
and  which  your  Committee  believe  second  to  none  in  the 
efficiency  and  completeness  of  its  arrangements,  or  in  the 
soundness  of  the  principles  on  which  it  is  conducted — 
has  been  provided,  and  is  carried  on,  *as  it  always  has 
been,  without  asking  or  receiving  a  single  dollar  from  the 
public  treasury. 

The  Committee  cannot  close  their  report,  and  ask  for  a 
discharge,  without  some  allusion  to  the  remarkable  suc¬ 
cess  which  has  attended  these  efforts  to  provide  additional 
accommodations  for  the  insane,  and  suggesting  to  the 
benevolent  the  wide  field  which  is  now  open  for  extend¬ 
ing  the  usefulness  of  the  Institution,  by  enabling  it  to 
increase  the  number  of  free  beds,  for  which  suitable  ap¬ 
plicants  are  constantly  offering.  The  Committee  would 
also  desire  to  record  their  high  appreciation  of  the  gener¬ 
ous  liberality  and  cordial  sympathy  of  their  fellow  citi¬ 
zens,  who  so  nobly  furnished  the  means  for  prosecuting 
the  work,  even  through  a  period  of  great  commercial 
embarrassment,  and,  above  all,  they  would  express  their 
unfeigned  gratitude  to  Almighty  Providence,  who,  from  its 
commencement,  has  so  signally  blessed  the  undertaking. 


JAMES  R.  GREEVES,  Chairman, 

M.  L.  DAWSON, 

WILLIAM  BIDDLE, 

JOHN  M.  WIIITALL, 

ALEX.  J.  DERBYSHIRE, 

SAMUEL  WELSH, 

THOMAS  S.  KIRKBRIDE,  Secretary. 
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Philadelphia,  4th  mo.  26th,  1861. 


